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WIRELESS TELEGRAPHY
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of the motor,510 while if it has the appearance of Fig. 96, there
are four groups of three partial discharges cac;h per revolution.

Fin. 94.

FIG. 95.

FIG. 96.
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Another simple and convenient method is that sketched in Fig. 97.71
On the shaft of a small motor a photographic plate or film, P, is at-
tached.    Very near to this is a metallic point, 8, which is conductively